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ORIGIN COME-00 

INFO OCT-OI ARA-10 ISO-00 EB-07 USIA-15 /033 R 

DRAFTED BY COM/BIC/OIM/LAD/GMPOLLARD 
APPROVED BY EB/OCA/REP/LAKLIEFORTH 
COM/BIC/OIM/LAD/BJCAHILL/RMD 
COM/BIC/OIM/GJCLAUSEN/AD/EM 
ARA/ECP/DCLACEY, JR. 

ARA/LA/APU/RCFELDER 

USIA/JCCORR 

:B/OCA/BR/IWILLIAMSON (INFO) 

103392 

P 121920ZMAY 75 

FM SECSTATE WASHDC 

TO AMEMBASSY BUENOS AIRES PRIORITY 

UNCLAS STATE 110009 

E.O. 11652: N/A 
TAGS: BEXP.AR 

SUBJECT: THIRD QUARTERLY REVIEW OF FY 75 CCP 
REF: STATE 31362, FEB.1I,I974; STATE 90066, APR.23, 1975; 

BA 2808, APRIL 25,1975 

1. WAG ON MAY 7 REVIEWED EMBASSY'S SUBJECT REPORT. WAG 
AGAIN NOTED WITH APPRECIATION EMBASSY'S ACCOMPLISHMENTS 
WITH REDUCED STAFE UNDER PERSISTENTLY UNFAVORABLE CIRCUM- 
STANCES. 

2. RE ELECTRIC POWER GENERATION AND TRANSMISSION CAMPAIGN, 
WAG WOULD APPRECIATE BEING ADVISED: 

— (A) SPECIFICS (NAMES, POSITIONS, AND ORGANIZATIONS) OF 
DECISION MAKERS CONTACTED AND TO BE CONTACTED, AND 

— (B) DETAILS OE PLANS FOR FOREIGN BUYER'S GROUP (NOTE: 

PARA 4 STATE 31362 OF FEB. 75). 

3. RE STEEL FOUNDRIES AND ROLLING MILLS CAMPAIGN 
UNCLASSIFIED 
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— (A) RE BA 2423 OF APRIL 9, 1975, U.S. FIRMS RESPONDING 
NEGATIVELY TO SUGGESTION OE POSSIBLE INVESTMENT IN FM 
DEVELOPED STEEL PRODUCING COMPLEX. 
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— (B) WAG LOOKS FORWARD RECEIPT OE REPORT ON THIS 
INDUSTRY. 

4. RE CAMPAIGN RE EQUIPMENT AND ENGINEERING SERVICES EOR 
CHEMICAL AND PETROCHEMICAL INDUSTRIES. 

— (A) BA 1884 NOT IDENTIFIED HERE. IE IMPORTANT, 

PLEASE RETRANSMIT. 

— (B) ASSUME EMBASSY WILL REPORT ANY OTHER SIGNIEICANT 
SEQUELS TO TRADE MISSION NOT STATED IN BA 2755. 

5. RE FOOD PROCESSING AND PACKAGING EQUIPMENT CAMPAIGN 

— (A) RECEIPT OP A-84 AND ACCOMPANYING MARKET SURVEY 
MUCH APPRECIATED. 

—(B) HAVE NOT IDENTIPIED HERE YOUR REQUEST EOR CATALOGS 
EOR USE IN PLANNED VISIT TO NORTHWEST ARGENTINA. IP 
CATALOGS STILL NEEDED PLEASE RETRANSMIT REQUEST BY TELE- 
GRAM OR AIRGRAM. 

6. RE TEXTILE EQUIPMENT CAMPAIGN 

— (A) RECEIPT OP A-77 AND MARKET REPORT APPRECIATED. 

— (B) ASSUME NORBERTO TURDO IS CAMPAIGN MANAGER. 

— )C) EPPORTS ON PROMOTION U.S. TEXPO 75 ARE APPRECIATED 
AND COMMENDED. 

7. RE MACHINE TOOL CAMPAIGN 

— WAG HOPES PRESENCE USDOC MACHINE TOOL INDUSTRY 
SPECIALIST HUNSBERGER IN BUENOS AIRES EOR PLASTICS 
INDUSTRY CATALOG SHOW (MAY L2-L (MAY 12-16) WILL 
UNCLASSIFIED 
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APFORD MUTUALLY ADVANTAGEOUS OPPORTUNITY TO DISCUSS 
CAMPAIGN AND ARGENTINE MACHINE TOOL MARKET GENERALLY. 

8. PRESENT WAG COMPOSITION AS POLLOWS: 

— A. COMMERCE - B.J.CAHILL,RMD,LATIN AMERICA DIV.(LAD) 

OIM; G.M. POLLARD, ACTING CMM, LAD. 

— B. STATE - D.C.LACEY, JR., ARA/ECP; R.C.PELDER, ARA/ 

LA/APU. 

— C. USIA - J.C.CORR. INGERSOLL 

UNCLASSIFIED 
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« END OF DOCUMENT » 
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